Approved For Release 2000/04/18 : CIA-RDP89B00551R000600130009-2 


TOP SEGRE! 


25X1A . 
OP IM BR cue CABLE 1951 # 
25X1A — 
ALFA A 1¥15  OO499 
25X1A 


si 12/ 22092 
CHARLIE NONE 
DELTA GOGD 
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